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MEMORANDUM FOR: Chairman, CIA Occupational Safety 
and Health Committee 


FROM : Deputy Director 
National Foreign Assessment Center 
SUBJECT : NFAC Representative on the 


CIA Occupational Safety 
and Health Committee (U) 


STAT I have appointed[  ——s|CChief,, Information 
Management Division, OCO, extension| _| to replace[ SF 


STAT [fas the NFAC Management Member on the CIA Occupational 


Safety and Health Committee. [ si continues as the ST 


NFAC Non-Management Committee Member. (U) 


ST. 


R. E. Hineman 
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